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The Image Enhancement Viewer has been received -- delivery date 14 
February 1964. The instrument does not operate as required. The 
Experimental Development Laboratory personnel have not had the time 
to thoroughly check out the instrument to date. 

The final report is still being edited at Itek by their personnel. 
It is estimated that delivery will be in September 1964. 
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